To:  Crossland,  Ronnie[Crossland. Ronnie@epa.gov];  Coleman,  Sam[Coleman. Sam@epa.gov]; 

Edlund,  Carl[Edlund. Carl@epa.gov] 

From:  Gray,  David 

Sent:  Sat  8/8/2015  12:57:54  AM 

Subject:  FW:  Gold  King  Mine  spill  - Navajo  Update 


From:  Dumont,  Jim  (Heinrich)  [mailto:Jim_Dumont@heinrich.senate.gov] 
Sent:  Friday,  August  07,  2015  7:12  PM 
To:  Gray,  David 

Subject:  Re:  Gold  King  Mine  spill  - Navajo  Update 


David,  the  city  of  Farmington  has  a 90  day  storage  supply.  I spoke  with  the  mayor  today,  they 
won't  draw  water  from  the  Animas  for  another  two  weeks  if  it's  safe  by  then.  Thanks  for  the 
updates. 
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